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HOISTING MACHINERY.
in the next figures 82 and 83, which represent respectively those for the post and guys of a 3o-ton crane. The centre casting A for the post is embedded in a mass of concrete 9
Fig. 82.
ft. square and 4 ft. 6 in. deep. The sleeper bolts, Fig. 83, pass down through a mass 9 ft. square by 8 ft. deep, in which the precaution is also taken of sloping the faces inwards in

Fig. 83.
dovetail fashion. The bolts in each case pass down through the concrete to the bottom, through broad washer plates. The centre casting in Fig. 82 not only carries the mast